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Foreword 


Dr. Carl Drago is an educator and practitioner with a vision 
to share his experiences with dental colleagues. His first 
book, Implant Restorations: A Step-by-Step Guide for Den- 
tists, illustrated his approach for multiple, basic implant 
case reconstructions. Carl now supports your move to the 
next level with this book. Each clearly written chapter con- 
tinues your growth in implant placement and reconstruc- 
tion with insightful treatment plans, explanations, and solu- 
tions for patients requesting implant restorations. Dr. Drago 
describes our multidisciplinary team approach for the total 
care of implant patients. 

Carl explains the communication between clinicians 
and laboratory technicians on an appointment-by-appoint- 


ment basis. He discusses the restorative options, his billing 
program, loading protocols, implant component selection, 
work orders, and clinical procedures for each case type. 
The patient’s aesthetics and functional goals are identified 
and their accomplishments in each case are his measure 
of success. This book will expand your practice and enjoy- 
ment of implant dentistry. Include it with your favorite texts 
that define the way you practice. 

C. Garry O’Connor, D.D.S., M.S. 

Chairman, Department of Dental Specialists 

Gundersen Lutheran Medical Center 

2006 
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